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EUR/NE: D WOOFLEY (INFO) 

ACDA: N HOLLINGSWORTH 
EUR/NE: D WOOFLEY (INFO) 

025209 230400Z/11 

R 221847Z JUN 78 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN 
AMEMBASSY COPENHAGEN 
AMEMBASSY LONDON 
AMEMBASSY PARIS 
AMEMBASSY STOCKHOLM 

UNCLAS STATE 159154 

E.O. 11652: N/A 

TAGS: ENRG, TECH, SAFE 

SUBJECT: VISIT BY US EXPERT ON PHYSICAL PROTECTION 
SYSTEMS 

1 . AS FOLLOW-ON TO OFFICIAL VISITS OF HOST COUNTRY 
DELEGATIONS TO US UNDER DOE-SPONSORED PHYSICAL SECURITY 
BILATERAL EXCHANGE PROGRAM, DR. JAMES D. WILLIAMS OF SANDIA 
LABS, ALBUQUERQUE, WILL VISIT HOST COUNTRIES JUNE 25- 

JULY 14 TO OBSERVE INTRUSION ALARM SYSTEMS AND (EXCEPT 
GERMANY) FOR TECHNICAL INTERCHANGES WITH PERSONS INVOLVED 
UNCLASSIFIED 

UNCLASSIFIED 
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IN PHYSICAL PROTECTION ACTIVITIES, PARTICULARLY THE SAFE- 
GUARDING OF SPECIAL NUCLEAR MATERIALS. SCHEDULE AND 
PERSONS WITH WHOM VISITS HAVE BEEN ARRANGED, INCLUDING 
ADDITIONAL VISIT IN GERMANY FOR OTHER PURPOSE, ARE GIVEN 
PARAS 2-6. 

2. PARIS, JUNE 25-27: GUY FONTAINE, PRESIDENT DIRECTOR 
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GENERAL, COPRELEC S.A.; PIERRE BILLAUD, DEPARTMENT OF 
SECURITY AND PROTECTION, CEA. 

3. GERMANY, JUNE 28-29: DR. GUENTHER W. HELMISS, 
BUNDESKRIMINALT, H.Q., FEDERAL POLICE, WIESBADEN, FOR 
TECHNICAL EXCHANGES ON INTRUSION ALARM SYSTEMS; MAJOR R. A. 
ESHENBAUGH, HQ EUROPEAN DIVISION, US ARMY ENGINEERS, 

FRANKFURT, TO DISCUSS SENSOR NEEDS OF NATO PROTOTYPE 
SITE. 

4. SWEDEN, JULY 3-4: SVEN-EVERT SORELIUS, SWEDISH 
DEFENSE MATERIAL ADMINISTRATION, AIR DEFENSE CONTROL 
SYSTEMS, STOCKHOLM; ULF STROM, TELUB AB, VAXJO. 

5. COPENHAGEN, JULY 5-7: LARS JENSEN, DEPUTY CHIEF 
CONSTABLE, ARKER HEEGAARDSGADE; ISS SECURITAS AS; 

CRONE AND KOCH, CONSULTING ENGINEERS. 

6. UK, JULY 10-14: M. SNODGRASS, MICROWAVE AND 
ELECTRONIC SYSTEMS LTD., NEWBRIDGE, SCOTLAND; S. SHORROCK, 
SHORROCK SECURITY SYSTEMS LTD., BLACKBURN LANES; WILLIAM 
SAXBE, MINISTRY OF DEFENSE, LONDON; J. S. SMITH, PLESSEY 
RADAR LTD., SURREY; JOHN HAWKINS, PROPERTY SERVICES 
AGENCY, CROYDON; JIM SIMES, HOME OFFICE, LONDON; PETER 
IRWIN, UKAEA, HARWELL. 
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7. ABOVE FOR INFORMATION ONLY. NO ASSISTANCE REQUIRED 
FROM EMBASSIES. VANCE 


UNCLASSIFIED 


NNN 
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